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EXCON 

E.O. 11652: XGDS-1 
TAGS: ESTC, COCOM 

SUBJECT: U.S. ASSEMBLY AND TEST EQUIPMENT FOR SEMI- 
CONDUCTORS 

REFS: (A) COCOM DOC. (78) 594, (B) PARIS 24582 

1 . IN LIFTING RESERVE AND APPROVING THE SUBJECT CASE, 

THE GERMAN DEL MADE THE FOLLOWING STATEMENT: "IN VIEW 
OF URGENCY OF REQUEST, THE GERMAN AUTHORITIES CAN AGREE 
PROVIDED THE U.S. AUTHORITIES CAN ASSURE THAT ONLY 
INTEGRATED CIRCUITS ENCAPSULATED IN PLASTIC CASES AND 
DESTINED FOR CONSUMER AND INDUSTRIAL APPLICATIONS WILL 
BE TESTED WITH EQUIPMENT TO BE EXPORTED." 

2. ACTION REQUESTED: INDICATION WHETHER U.S. CAN 
ACCEPT GERMAN CONDITION. 

3. ITALIAN DEL STILL ON UNMOTIVATED RESERVE. ALL 
OTHER DELEGATIONS HAVE APPROVED. 
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